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This  chamber  connects  with  the  drains  from  a  dairy- 
barn  and  removes  straw  and  other  solids  from  the 
flushing  water. 

It  provides  both  straining  and  settling  action. 
Liquids  are  either  drained  away  or  stored  for  use  in 
irrigation.  Solid  matter  is  scooped  onto  the  slab  for 
drainage  until  it  is  hauled  to  the  field. 

Before  constructing  the  chamber,  obtain  local  author- 
ities' approval  of  use  and  location. 

A  reduced-scale  copy  of  the  plan  is  shown  on  the 
back  of  this  sheet.  Dimensions  are  given  for  sizes 
suitable  for  barns  that  have  up  to  120  stalls. 
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